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S&i ACTIVITIES 
SUMMARY SHEET ff> 


Central Laboratory 


Purpose : To provide centralized laboratory service for all 

25X1 A 


Method* Use of advanced communications and accelerated trans- 
portation facilities to permit the headquarters laboratory to 
provide this service that would assure uniformity, reliability 
and a means for special tests or consultation when indicated. 


Resources required for each year, FY 1974-1977 : 

1 Contract Medical Technician* 

(♦increase of 1 in authorized QMS contract ceiling 
is requested) 
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